Autopsy: 

Thy was it not released until 10 months after the assassination* 

If the Dallas doctors were questioned on the basis of it, why were they not shown 
copies of the entire autopsy*; 

Why were the doctors asked to hypothesize about a high-velocity bullet wheh this 
was not a high-velocity bullet, according to the 7BI expert; 

Cajolery of doctors, p. 169 

Spector’s accusations vs. TV nets, p. 169-70 

Autopsy pix, p. 181 


